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Nagaram island, which is said to be one of the most fertile
parts of the Godavari district.

The Kistna irrigation system has been carried out by
damming the river at Bezwada, and constructing canals,
which communicate on the north with the Godavari canals,
and on the south with the Buckingham canal.

In connection with the Cauvery river, the grand anicut
was constructed by one of the Chola kings below the
island of Srlrangam, to separate the Cauvery from the

Fig. 72.   Dowlaishwaram Anicut.
Coleroon, and direct it towards the Tanjore district
During the last century, as the Cauvery was silting up,
and the irrigation channels were becoming dry, the upper
anicut, 2,250 feet long, was constructed across the Coleroon
at the upper end of Srlrangam island, and a regulation
dam, 1,950 feet long, was built across the Cauvery near
the grand anicut. Subsequently, a similar regulator was
constructed across the Vennar, a main branch of the
Cauvery. It has been estimated that, in the Tanjore,